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“ Th a iufi.au facture or tubes «t- the Uerk fner >’* mroel dews s en HI' if* tain*; 

djUu-upbed because of irregular deliveries or line wire* which. Tor sok*t> ^ 

•v, ^ ;Ti<? hits been furnished by the berliner Glaoiilumpcnv/erk (formerly Osram)* 
hi -out. 7*000 workers are wnpi eyed tu oe productions which is* th© most. •*, 

important function oi* the pl.qpt* because qf the sheuebag#* ofnvifr. :^tid ^ 
tube fcfcses (bookel) * jvhcle . production -ee#i^s h* ire* he en* ixt*trrupt«« o' 

, f , The KF plant jias ulso encountered diH'iofrll&e-s • in marketing its Svbeaf «* 
riF warehouses jure full-, nain.lsy, because the rU&SK na Longer accepts *&s 
Wftnv tubes as fo marly* The fiF plant is now attempting to rind new 
markets xor its products in Last Germany *4*1 ptfter. Sovtef sfftteU ites 9 • * 

but ks of July 1953 ja satisfactory number of tube sue otrld. Hoi? be 
mai*k cited* , * 

The iJEF^b'erk „ which ia a part of the iiF plant", iff eng aged 'chiefly in the 
• ’cvei corner^ of electrical measurement instruments * 
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